HOLDER BR/BR2 


For Asymmetric BORA & 
ALCOR 


Type: Universal holder for battens (Bora and Alcor type) with asymmetric reflector for effective wall washing in schools, display and 
retail areas. 

Specification: Body in white steel. 

Installation: Designed to be fixed to walls of any type. 


BR- Single piece wall mounting bracket (1 pcs) 
BR2- Set of wall mounting brakets (2pcs) 
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